



PHASE GENERATORS 


P] Rush complete information! 

P] Add me to your Technical Literature mailing list. 
□ Have a qualified Sales Engineer telephone me. 
P Arrange for a demonstration. 

My application is P] Current 

P| Future 
□ For File 

Anything else we can do for you? 


FREE 28-PAGE CATALOG 


Name Title 

Department or Mail Station 

Company 

Address 

City State 

Telephone Extension 

Associates who may be interested in Theta's PHASE 
GENERATORS: 

Mr. T. Nelson, System Engineer 

Interlocking Systems Co. 

Box 1546 

Poughkeepsie, New York 
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Apply an AG input and it is phase shifted 
continuously without amplitude change, at 
the turn of a dial. Read the exact value 
of phase shift from the dial face. 


WM 1 ?' 


*has@ shifts 360° continuou 
lonstant amplitude output 
a$y panel mounting 

V- V,/«. • .V ! • • ' - • ' . ‘ . 


Direct reading of phase shift 
Passive/ rugged construction 
Order today — in your 
plant tomorrow 




MODEL PG-5 


warn 


Servo-mounted, shaft-to-phaj 
^transducer. Phase accuracy 
\ 20 min-of-arc 


accuracy 


Phase accu 
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First Class 


Permit No. 1 1 2 
Rochelle Park 
New Jersey 
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